(point at which planting should be watered) 


Water Requirement 


When plants with similar light and water requirements are planted 
together, the result is a lush and beautiful indoor garden. 





w Houseplants 


& Creating Indoor Gardens 





@ These plants may grow to be very large. Plan and plant accordingly. 


| , @ These plants may require specialized soil mix, media, or fertilization. 
% Check UF/IFAS Assessment of Non-native Plants: assessment.ifas.ufl.edu 





Light Requirement 
(measured in foot candles (ftc) at mid-day; see “Light for Houseplants” article on Gardening Solutions for descriptions of different light levels) 





Direct Sun, 4+ hours High (over 500 ftc, partial/indirect) Medium (100-500 ftc, indirect) Low (25-100 ftc, indirect) 


Few plants survive in conditions of 
extremely low light. Even the “low 
light” plants listed here will grow 
faster at higher light levels. 


Bamboo Palm e 
Cast-Iron Plant 
EER Xs 
Kentia Palm e 


Monstera e 
Parlor Palm e 
Peace Lily 
Philodendrons 
Pothos x% 
Snake Plant e¢ 
ZZ Plant 
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